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ISIS-II PL/M-&0 V3.1 COMPILATION OF MODULE VERSION1P2 
OBJECT MODULE PLACED IN :F1:VERS.O0BJ 
COMPILER INVCK=ED BY: PLMBO :FISVERS.SRC 


1 VERSION1P2: DOz 
2 1 DECLARE VERSIONC*) BYTE DATA C°VERSICN V1.2°), 
3 1 END, 


MODULE INFORMATION: 


CODE AREA SIZE = OOCCH 120 
VARIABLE ARZA SIZE = GOCOH 00 
MAXIMUM STACK SIZ= = OOCGH OD 


5 LINES READ 
GO PROGRAM ERRORCS) 


END CF PL/M~€0 COMPILATION 


